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Part Number [ 
0206-571-013 
Box Part Number I 
BX23 
IDimension 
47.5 X 17.5 X 9 
LxWxH 
Description 
[£abin 
Heating Systeml 
Other Packaging 
~ 
N/A 
I 
Dimension 


Logo Decals 
N/A 
~I 
N/A 


Packaging 
Instructions 
and Oecal Placement 


0206-571-013 
Apply label 02729-1 
as per drawing below. 
Put foam in bottom of box. 
Put hardware, wrapped in foam, at bottom. 
Add valve manifold (standing up). 
Add remaining 
hardware and sceet. 
Add foam to prevent movement. 
Close box. Apply label 02729-3 
as per 
aSI 014 section 4.5 


Dart logo decal is not required 
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Hawkesbury, 
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K6A 1K7 
~U 
CANADA 
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TEL.: 1 6136323336 
FAX:1 6136324443 


CABIN HEATING SYSTEM 


PUN: 0206-571-013 
CHG001 


BIN: BXXXXX 


